cs 


co 
680p 330pF 
cé 
1000pF 
fo} 


SWR 
ANALYZER 


R1 
S51 1/2W 


ANTENNA 


L3 
687 


RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-731 So | 861-0731 
DESCRIPTION 


ANALYZER FILTER 
mr open MFJ ENTERPRISES, INC. 
09/10/96) 731.0 | 300 INDUSTRIAL PARK RD 


DRAWN BY 
ae PRATHER| STARKVILLE, MS 39759 


